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WAS DARWIN RIGHT? 
IS EVOLUTION AT A SNAIL’'S PACE? 


Prof. Peter Williamson 
Assoc. Professor, Comparative Museum of Zoology Harvard University 


APPROVED 
TIME: 8:30 P.M. r 
DATE: Wednesday, March 27th, 1985 EXPIRES MAR31 1985 
PLACE: Room H-937 . 
1455 de Maisonneuve Blvd. West cS U. S. A. 


Information: 482-0320, Local 697 a 


